HARDIC ANUTE
half-brother Alfred, the child of Emma and Ethelred. He was an unpopular and tyrannical ruler whose arrival had been welcome to none save Earl Godwin, the great Lord of Wessex who had held the south of England for Hardicanute even during the reign of Harold.
After the new King had misgoverned the country for four years he collapsed in an apoplectic fit at the wedding feast of one of his followers, and soon after died, un-regretted and unmourned by the great majority of his subjects.
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